Missouri Department of Natural Resources 
&|S] Total Maximum Daily Load Information Sheet 


Hamilton Lake 


Waterbody Segment at a Glance: 


Coun alae 
‘Nearby Cites: Hamiloa 
‘Area of mpairment None 
Pollutant None 
Source NA 


[Note:The long term average Cyanazine level 
[nthis ake fs nove less han the ane up/ health 
advisory level. Therefore this lake was deleted 
from he 2002 303(4) List. 


[TMDL Priorty Ranking: N/A 


Beneficial uses of Hamilton Lake: 
‘+ Livestock and Wildlife Watering 

Protection of Warm Water Aguate Life 
“Protection of Human Healt associated with Fish Consumption 
“Boating and Canoeing 
‘Drinking Water Supply 


(se thats impaired 
None 


‘Standards that apply 
‘+A federal heal advisory level of ane mlerogram per lier (ug) cyanazine Is ecommended fr 
“raking water supplies 


‘ackground Information and Water Quality Data 
(Cyanazine san agricultural ericide tht was used from 1971 eo 1999, when ts manufacturer 
‘olumaly withdrew i fom prediction. Atone me, i was the fou mast widely used syatetic 
chemical pesticide in US. agriculture, appli o cor, cotton, and sorghum crops to contol 
‘dle weeds. Its relalvly persistent inthe envigoument, and unde certancondtons will 
remain a significant levels In srface water for overone year. It has been Identified a a surface 
‘water commit in 30 stats, Including Missour Cyanarine was withdrawn rom use afte belag 
Tnked wo arange of adverse heals effec, including espuatoy dlvess, cerebral palsy an 
Impaied fetal development. 


(Cyanarine data for hs water body are ited wo fash drinking water. In 1904, Cyanine 
concentrations were found a be much higher than the one pL (or ars per bli) federal health 
‘visor level. Since that dine all cyanazne levels in fnihed inking water have Been les han 
‘one pT current long-term average is 0.52 pg/L, so tls ake was commended and accepted 
{or deledon an the 2002 303() Us The Deparunent of Natal Resources is pesely sampling 
"a lake wate for cyaazin to moaltor whether exceeds the federal action level used in Missoul 
Sea standard for ae wate, 


Map of Hamilton Lake in Caldwell County, Missouri 


Average Annual Cyanazine Concentrations in Finished Dnking 


‘Water from Hamilton Lake (g/L) 
‘Year [Average [Range | Year [ Average] 
£7 TE OS 


Ta | oar |e 
Tae [aoe foo | 
Tao 


For more information cll or write: 
Missouri Departmen of Natural Resouces 

Wate Protction Program 

BO, Bax 176, Jefleson Chey, MO. 65102-0176 
1-800-361-4827 o (573) 751-130 fice 

(573) 522-9000 fax 

Progam Home Page: www. dro govenviwpindes unl 


